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DEPARTMENT  OF  PLANNING  AND   ENGINEERING 

ANTHONY   L.   GALEOTA 

CHIEF   STRUCTURAL    ENGINEER 


June  5,  1969 


Mr.  John  J.  Kerrigan 

Chairman 

Boston  School  Committee 

15  Beacon  Street 

Boston,  Massachusetts   02108 

Dear  Mr.  Chairman: 

Since  assuming  the  responsibility  of  administering  the  Department 
of  Planning  and  Engineering  in  October,  1966,  it  has  been  my  goal  to 
compile  the  physical  needs  of  our  school  plant,  and  to  arrive  at  the 
cost  of  fulfilling  these  needs. 

For  the  consideration  of  your  Honorable  Body,  I  am  enclosing  a 
recommended  "Major  Alterations  and  Repairs  Program  for  Boston  Public 
Schools." 

It  is  my  considered  judgment  that  an  e::penditure  of  $38,818,046.00 
is  necessary  in  order  to  bring  our  school  facilities  up  to  the  modem, 
acceptable  standards  where  they  truly  belong. 

This  report  covers  all  schools  not  programmed  for  replacement  in 
the  long-range  proposal  of  the  Boston  School  Department  Capital  Improve- 
ment Program  1968-1977,  as  issued  January  10,  1968. 


Respectfully  submitted. 


t-C 


Anthony  L.WSaleota 

Chief  Structural  Engineer 
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BOSTON  PUBLIC  SCHOOLS 
MAJOR  ALTERATIONS  AND  REPAIRS  PROGRAM 


THE  SCHOOL  COMMITTEE  OF  THE  CITY  OF  BOSTON 

John  J.  Kerrigan,  Chairman 

Thomas  S.  Eisenstadt 

Joseph  Lee 

Paul  F.  McDevitt 

Paul  R.  Tierney 


Superintendent  of  Schools 
William  H.  Ohrenberger 


Chief  Structural  Engineer 
Anthony  L.  Galeota 


June  5,  1969 


On  October  3,  1966,  Chapter  642  of  the  Acts  of  1966  became  effective. 
Said  Chapter  was  entitled:   "An  Act  Establishing  in  the  City  of  Boston  a 
Public  Facilities  Department,  Abolishing  the  Department  of  School  Buildings 
and  transferring  Its  Functions  in  Part  to  Said  Public  Facilities  Department 
and  in  Part  to  the  School  Committee  of  Said  City  for  the  More  Efficient  and 
Economical  Construction  and  Alterations  of  Municipal  Buildings."  This 
report  is  concerned  with  Sections  3  (e)  of  the  Act  that  directed  the  new 
Public  Facilities  Department  -  "To  make  major  alterations  and  major  repairs 
of  all  structures  and  facilities  from  time  to  time  belonging  to  the  city, 
other  than  school  buildings  and  their  yards.   As  used  in  this  clause  and 
clause  (c)  "major  alterations"  and  "major  repairs"  shall  mean  respectively 
alterations  and  repairs  the  estimated  cost  of  which  would  require  com- 
pliance with  sections  forty-four  A  to  forty-four  L,  inclusive,  of  chapter 
one  hundred  and  forty-nine  of  the  General  Lav;s;  and  "alterations",  as  used 
in  this  section  and  in  section  eight  means  work  which  does  not  involve  the 
whole  of  the  structure  or  facility  affected  or  involve  a  change  in  its  use 
and  which  is  not  in  connection  with  the  construction  of  a  new  structure  or 
facility  or  of  an  addition  to  a  structure  or  facility  from  time  to  time 
existing  or  in  connection  with  other  reconstruction  or  remodeling  of 
structures  or  facilities  from  time  to  time  existing." 

Section  8  of  the  Act  quotes,  "It  shall  be  the  duty  of  the  school  com- 
mittee of  the  city,  and  the  school  committee  shall  have  the  exclusive  power 
and  authority  to  perform  necessary  alterations,  as  defined  in  section  three, 
maintenance  and  repairs  of  public  school  buildings  and  their  yards  and 
furnishings." 

The  School  Committee,  in  turn,  has  charged  the  Department  of  Planning 
and  Engineering  to  carry  out  the  intent  of  this  legislation  subject  only 
to  its  budgetary  limitations. 

As  Chief  Structural  Engineer  of  the  Department  of  Planning  and 
Engineering  I  have  caused  an  in-depth  survey  of  those  schools  not  presently 
scheduled  for  replacement. 

The  Appendix  lists  those  schools  programmed  for  replacement  within  the 
next  10  years.   This  is  not  to  imply  that  all  approvals  of  their  replace- 
ments have  been  given  by  proper  parties  but  only  to  indicate  the  long-range 
proposal  of  the  Boston  School  Department  Capital  Improvement  Program  - 
1960-1977  as  issued  January  10,  1968. 
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This  survey  was  conducted  by  our  Departmental  employees  both  through 
detailed  personal  observations  and  a  study  of  requisitions  from  our  schools 
received  at  this  office  during  the  past  two  and  one-half  years. 

In  order  to  place  cur  school  plant  into  suitable  modern  environmental 
conditions  that  1970  educational  programs  dictate,  I  present  to  your  Honor- 
able Body  this  detailed  program  calling  for  an  expenditure  of  $38,818,046.00. 

I  point  out  that  this  expenditure  would  bring  our  school  plant  up  to 
modern  times.   Some  of  the  schools  shown  are  over  50  years  old  and  all 
average  better  than  40  years  of  age.   While  the  figure  shown  appears  to  be 
a  substantial  outlay,  it  must  be  borne  in  mind  that  replacement  of  these 
118  schools  would  cost  in  excess  of  $300,000,000.00  not  including  the 
extremely  difficult,  if  not  impossible,  tas'.c  of  locating  land  without 
uprooting  thousands  of  families. 

The  buildings  to  be  altered  are  structurely  sound  and  can  be  safely 
rehabilitated. 

This  proposed  major  alteration  and  repair  program  also  does  not 
anticipate  new  school  educational  programs.  The  only  exception  to  this 
is  the  implementation  of  the  intent  of  the  School  Committee  to  provide 
facilities  for  receiving  lunches  for  the  hot  lunch  program  for  all  pupils 
in  all  schools. 

May  I  explain  also  that  this  plus  thirty-eight-million-dollar  figure 
in  no  way  deters  the  need  for  an  adequate  annual  appropriation  for  our 
Alteration  and  Repairs  budget.   Annual  funds  must  always  be  provided  for 
repairs  due  to  fire,  burglary,  acts  of  vandals  causing  destruction  of 
glass,  plumbing  fixtures,  electrical  functions  as  x/ell  as  heating  problems 
and  necessary  carpentry  work  necessitated  from  time  to  time. 

I  feel  that  I  have  carried  out  my  responsibility  by  providing  this 
program  and  its  estimated  costs.   The  needs  are  current;  but  I  fully 
realize  the  financial  impact  of  this  plan.  My  recommendation  is  that  the 
vjorlc  be  done  over  a  10-year  period.   It  must  be  remembered  that  costs  of 
work  of  this  type  have  been  rising  at  the  rate  of  17.   per  month,  and  the 
figures  shown  have  used  a  1959  base.  An  order  of  priority  can  be  established 
by  the  need  of  each  building  and  to  those  buildings  which  will  have  an 
extended  life. 
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Items  Indicated  As: 

1.  Alterations  and  Repairs  may  include: 

Painting  building  -  inside  and  outside 

New  school  furniture 

New  floors  and  stairs 

New  doors  and  windows 

Screens  for  exterior  of  building 

V/aterproofing  exterior  of  masonry  buildings 

New  shades  and  drapes 

Major  carpentry  or  plaster  work 

2.  Modernization  of  Heating  may  include: 

Elimination  of  coal-burning  boilers 

Installation  of  new  or  replacement  boilers  and  heating  units 

Modernizing  the  heat  distribution  system 


3.  Modernization  of  Toilet  Rooms  and  Various  Plumbing  Needs  may  include: 

Elimination  of  slate  sanitary  facilities 

Replacement  of  obsolete  plumbing  fixtures  with  vitreous 

china  fixtures 
Provide  new  handvrashing  facilities 
Installation  of  new  quarry  tile  floors  and  tile  walls 


4.  Modernization  of  Electrical  Work  may  include: 

Modernization  of  Fire  Alarm  Systems 

Modernization  and  installation  of  heat  detector  systems 

to  cut  do\<ra   the  incidence  of  fire 
Replacement  of  old  lighting  systems  with  modem,  proper  lighting 
Replacing  existing  electrical  system  with  modern,  safe  wiring 

system 
Install  new  Edison  Service  to  meet  increased  loads 

5.  All  other  items  as  indicated. 
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APPENDIX 
CITY  OF  BOSTON  FJBLIC  SCHOOLS  —  PROGRAMMED  FOR  REPLACEMENT 
BOSTON  SCHOOL  DEPARTMENT  -  CAPITAL  IMPROVEMENT  PROCrAM.  1968-1977 


Academy  Hill 
Agassiz 
Old  Agassiz 
John  A.  Andrew 
Atherton 
William  Bacon 
Martha  Baker 
George  Bancroft 
Joshua  Bates 
Phineas  Bates 
W.L.P.  Boardraan 
Boston  Business 
Boston  Trade  High 
Bowditch 
Philips  Brooks 
Charles  Bulfinch 
Bunker  Hill 
Choate  Burnham 
Champ  lain 
Chapman 
Roger  Clap 
Benjamin  Gushing 
Benjamin  Dean 


Quincy  E.  Dic!;erman 

Dill away 

Dudley 

Edward  Everett 

English  High 

Benedict  Fenwick 

Margaret  Fuller 

Christopher  Gibson 

Thomas  N.  Hart 

Harvard 

Mary  Hemenway 

George  Frisbie  Hoar 

Immigrants  Day  School 

Julia  Ward  Howe 

Jefferson 

William  H.  Kent 

Charles  Logue 

Longfellow 

Theodore  Lyman 

Horace  Mann 

John  Marshall 

Lowell  Mason 

Minot 


Florence  Nightingale 

Oak  Square 

John  Boyle  O'Reilly 

Albert  Palmer 

Francis  Parkman 

Charles  C.  Perkins 

Prince 

Quincy 

Rice 

William  E.  Russell 

Philip  H.  Sheridan 

Edward  Southworth 

Gilbert  Stuart 

Edmund  P.  Tiles ton 

Trade  School,  Girls 

Washington-Alls ton 

Weld 

John  G.  Whittier 

Williams 

John  J.  Williams 

Winship 

John  Winthrop 

Roger  Wolcott 

Wyman 


HIGH  SCHOOLS 

BRIGHTON  HIGH  SCHOOL   $1.058.500.00 

Alterations  and  Repairs    $323,500. 

Modernization  of  Heating  Work  50,000. 

Modernization  of  Toilet  Rooms 

and  Various  Plumbing  Needs 150,000. 

Modernization  of  Electrical  Wor!:...  300,000. 

Modernization  of  Sound  System 15,000. 

Modernization  of  Cafeteria   90,000. 

New  Language  Laboratory   50,000. 

New  Library      10,000. 

New  Lockers      40,000. 

Retail  Sales  Room  10,000. 

New  Science  Room   15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5 ,000. 

JEREMIAH  E.   BURI^E   SCHOOL $1,114,000.00 

Alterations  and  Repairs   $327,000. 

Modernization  of  Heating  Work 62,000. 

Modernization  of  Plumbing  Fixtures, etc  150,000. 

Modernization  of  Electrical  Work...  250,000. 
Modernization  and  Extension 

of  Cafeteria     150,000. 

Language  Laboratory  50,000. 

Library      15,000. 

Lockers      10,000. 

Retail  Sales  Room   10,000. 

New  Science  Room    15,000. 

New  Multi-Purpose  Room   35,000. 

Business  Education  Rooms    15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 25,000. 

CHARLESTOWN  HIGH  SCHOOL    $852.000.00 

Alterations  and  Repairs   $268,000. 

Modernization  of  Heating  Work 31,000. 

Modernization  of  Plumbing  Needs....  30,000, 

Modernization  of  Electrical  Work...  262,000. 

New  Cafeteria    125,000. 

New  Language  Laboratory   50,000. 

New  Library     17,000. 

New  Lockers     25 , 000 . 

New  Retail  Sales  Room   10,000. 

Science  Rooms   20,000. 

Business  Education  Rooms 9,000. 

New  Guidance  Office   5,000. 


HIGH  SCHOOLS 

CHARLESTOVJN  HIGH  SCHOOL  ANNEX  (SPENCER  MEMORIAL) . .  .$209,000.00 

Alterations  and  P.epairs  $55,000. 

Modernization  of  Plumbing 50,000. 

Modernization  of  Electrical  Work 94,000. 

DOPvCHESTER  HIGH  SCHOOL      $1,058,000.00 

Alterations  and  Repairs   $254,000. 

Modernization  of  Heating  Work 111,000. 

Modernization  of  Toilet  Rooms,  New 

Girls'  Toilet  Room,  Piping  in 

Basement,  Sump  Pump 200,000. 

Modernization  of  Electrical  Worlc 275,000. 

Modernization  of  Sound  System 15,000. 

New  Language  Laboratory   50,000. 

New  Lockers    10,000. 

Retail  Sales  Room     10^-000. 

New  Science  Rooms     45,000. 

Business  Education  Room  8,000. 

Art  Room    5,000. 

Roofing     35,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 40,000. 

DORCHESTER  HIGH  SCHOOL  ANNEX  $387,000.00 

Alterations  and  Repairs   $  96,000, 

Modernization  of  Heating  Work 10,000. 

Modernization  of  Plumbing  Work 45,000. 

Modernization  of  Electrical  Worl; 188,000. 

Roofing     30,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 18,000, 

EAST  BOSTON  HIGH  SCHOOL  $1,093,000.00 

Alterations  and  Repairs  $347,000. 

Modernization  of  Heating  Work 100,000. 

Modernization  of  Toilet  Rooms 

and  V  rious  Plumbing  Needs 125,000. 

Modernization  of  Electrical  Work 300,000. 

Modernization  of  Sound  System 15,000. 

Cafeteria    30,000, 

Library      10,000. 

New  Lockers   25,000. 

Retail  Sales  Room   5,000. 

New  Science  Rooms    50,000. 

New  Art  Room        6 ,  000 . 

New  Guidance  Office  5,000. 

Roofing            25,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 50,000. 

-2- 


HIGH  SCHOOLS 

GIRLS  HIGH  SCHOOL   $712,000.00 

Alterations  and  Repairs   $217,000. 

Modernization  of  Heating  Work 97,000. 

Modernization  of  Toilet  Facilities.  45,000. 

Modernization  of  Electrical  Work...  238,000. 

New  Retail  Sales  Room  10,000. 

New  Science  Rooms      15 , 000 . 

New  Library     10,000. 

New  Guidance  Offices   5,000. 

Domestic  Science  Suite  30,000. 

Roofing     40,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

GIRLS  LATIN  SCHOOL  $949,000.00 

Alterations  and  Repairs   $307,000. 

Modernization  of  Heating  Work 50,000. 

Modernization  of  Toilet  Rooms 150,000. 

Modernization  of  Electrical  Work...  275,000. 

New  Cafeteria   90,000. 

New  Language  Laboratory   50,000. 

New  Library 15,000. 

New  Guidance  Offices  (3)   12.000. 

HYDE  PARK  HIGH  SCHOOL   $1,269,500.00 

Alterations  and  Repairs   $318,000. 

Modernization  of  Heating  Work 49,500, 

Modernization  of  Toilet  Rooms  and 

Other  Facilities 200,000. 

Modernization  of  Electrical  Work...  288,000. 
Modernization  and  Extension 

of  Cafeteria   200,000. 

Language  Laboratory   50,000. 

Lockers    40,000. 

Retail  Srles  Room     10,000. 

New  Science  Rooms     50,000. 

Business  Education  Rooms 9,000. 

Alterations  to  Create  2  Classrooms.  50,000. 
Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5 ,000. 

THEODORE  ROOSEVELT  (Present  English  High  Annex)..   $317,000.00 

Alterations  and  Repairs   $102,000. 

Modernization  -  Heating  and  Ventiltg    30,000. 

Modernization  -  Plumbing   50,000. 

Modernization  -  Electrical  40,000. 

Modernization  of  Cafeteria   50,000, 

Library    5,000. 

Sound  System    15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 25,000. 
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HIGH  SCHOOLS 

JAMAICA  PLAIN  HIGH  SCHOOL    $808,000.00 

Alterations  and  Repairs    $218,000. 

Modernization  of  Heating  Work 47,000. 

Modernization  of  Plumbing 80,000. 

Modernization  of  Electrical  Work .  200,000. 

Modernization  of  Sound  System 15,000. 

Retail  Sales  Room   10,000. 

New  Library    10,000. 

Modernization  of  Cafeteria 110,000. 

New  Language  Laboratory   50 , 000 . 

Lockers    25,000. 

Roofing    20,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 23,000. 

ROSLINDALE  HIGH  SCHOOL $813.000.00 

Alterations  and  Repairs   $224,000. 

Modernization  of  Heating  Work 40,000. 

Modernization  of  Toilet  Rooms 50,000. 

Modernization  of  Electrical  Work..,.  200,000. 

Modernization  of  Cafeteria   125,000. 

New  Language  Laboratory   50,000. 

New  Lockers   26,000. 

New  Science  Rooms  (3) 55,000. 

Modernization  of  Library  25,000. 

Business  Education  Rooms 8,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

SOUTH  BOSTON  HIGH  SCHOOL  $984,000.00 

Alterations  and  Repairs  $274,000. 

Modernization  of  Heating  System 72,000. 

Modernization  of  Toilet  Fixtures....  150,000. 

Modernization  of  Electrical  Wor!:....  288,000. 

New  Language  Laboratories 50,000. 

Lockers   25,000. 

Retail  Sales  Room 10,000. 

New  Science  Room 12,000. 

Business  Education  Room 9,000. 

Library    19,000. 

Modernization  of  Shops 20,000. 

Modernization  of  Sound  System 15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 40,000. 
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HIGH  SCHOOLS 


BOSTON  LATIN  SCHOOL   $911,000.00 

Alterations  and  Repairs  $518,000. 

Modernization  of  Heating  Work 75,000. 

Modernization  of  Toilet  Facilities  and 

Other  Plumbing  Needs  150,000. 

Modernization  of  Electrical  Work 63,000. 

Modernization  of  Cafeteria    10,000. 

Lockers        40,000. 

New  Library    20,000. 

Guidance  Office      5,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 30.000. 


BOSTON  TECHNICAL  HIGH  SCHOOL   $484^000.00 

Alterations  and  Repairs     $369,000. 

Modernization  of  Heating    50,000. 

Modernization  of  Plumbing   20,000. 

Modernization  of  Electrical  Work   ....  25,000. 

Modernization  of  Inter-Com.  System....  5,000. 
Reconstruction  of  School  Yard  for 

Physical  Education  Purposes   15.000. 
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JUIHOR  HIGH  OR  MIDDLE   SCHOOLS 
JOSEPH  H.    BARNES   SCHOOL  $840,000.00 

Alterations  and  Repairs  $306,000, 

Modernization  of  Heating  Work 43,000. 

Modernization  of  Plumbing  Work 60,000. 

Modernization  of  Electrical  Work 188,000. 

Modernization  of  Sound  System 15,000. 

Modernization  of  Cafeteria   90,000. 

New  Library    15,000. 

New  Science  Rooms   35,000. 

New  Domestic  Science  Suite 30,000. 

New  Guidance  Of fices   50,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 8 , OOP . 

V-GROVER  CLEVELAND  JUNIOR  HIGH  SCHOOL $512,000.00 

Alteraticcs  and  Repairs   $202,000. 

Modernization  -  Heating  and  Ventiltg.  10,000. 

Modernization  of  Plumbing 35,000. 

Modernization  of  Electrical  Work....  120,000. 

New  Library   45,000. 

New  Guidance  Offices 25,000. 

New  Furniture  for  Assembly  Hall 5,000. 

Roofing    30,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 40,000. 

*If  this  school's  modernization  program  is  included  with  the 
proposed  new  addition,  costs  may  be  borne  by  the  Public 
Facilities  Department. 

MARY  E.  CURLEY  JUNIOR  HIGH  SCHOOL  $580,000.00 

Alterations  and  Repairs   $179,000. 

Modernization  of  Heating  Work 23,000. 

Modernization  of  Plumbing 65,000. 

Modernization  of  Electrical  Work....  138,000. 

Modernization  of  Cafeteria 100,000. 

Modernization  of  Library   15,000. 

New  Science  Rooms    30,000. 

New  Guidance  Office 5,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 25 ,000. 
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JUIIIOR  HIGH  OR  MIDDLE  SCHOOLS 

THOMAS  A.  EDISOII  JUNIOR  HIGH  SCHOOL  $640.000.00 

Alterations  and  Repairs      $175,000. 

Modernization  of  Heating  'Jork  58,000. 

Modernization  of  Toilet  Rooms, 

Handwashing  Facilities,  and 

Drinking  Facilities 60,000. 

Modernization  of  Electrical  Work...  138,000. 

Modernization  of  Cafeteria 110,000, 

New  Library    10 , 000. 

New  Science  Room   10,000. 

Domestic  Science  Suite 15,000. 

New  Guidance  Office 5,000. 

New  Lockers     9,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 50,000. 

CLARENCE  R.  EDWARDS  JUNIOR  HIGH  SCHOOL  $576.500.00 

Alterations  and  Repairs   $177,000. 

Modernization  of  Heating  Work 25,000. 

Modernization  of  Plumbing  Work 75,000. 

Modernization  of  Electrical  Work...  138,000. 

Modernization  of  Sound  System — -..  10,000. 

Cafeteria   90,000. 

Library     15,000. 

Lockers     25,000. 

Room  IOC  and  Room  1^7: 

Convert  2  e-^ii^ting  classrooms  into 

5  small '=«^  rooms  for  conseling...  5,500. 

RecoP'^'-'^^ction  of  School  Yard  for 

Physical  Education  Purposes 16,000. 

PATRICK  F.  GAVIN  JUNIOR  HIGH  SCHOOL $644,500.00 

Alterations  and  Repairs   $149,000. 

Modernization  of  Heating  Work 68,000. 

Modernization  of  Plumbing  Work 70,000. 

Modernization  of  Electrical  Work...  138,000. 

New  Library   12,000. 

Enlarge  Food  Preparation  Room 150,000. 

New  Guidance  Office 5,000. 

New  Cafeteria  Tables 5,000. 

New  Art  Room     10,000. 

Roofing         30 , 000 . 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 7,500. 
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JUNIOR  HIGH  OR  MIDDLE  SCHOOLS 

OLIVER  WEIMDELL  HOLMES  JUNIOR  HIGH  SCHOOL   $488,000.00 

Alterations  and  Repairs     $140,000. 

Modernization  of  Heating  Work 18,000. 

Modernization  of  Electridal  Work...  100,000. 

Modernization  of  Sound  System 12,000. 

Modernization  of  Cafeteria   150,000. 

New  Library   15,000. 

New  Science  Room  15,000. 

New  Principal's  Office 10,000. 

New  Guidance  Office 5,000. 

Roofing    5,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

WASHINGTON  IRVING  JUNIOR  HIGH  SCHOOL  $443.000.00 

Alterations  and  Repairs   $129,000. 

Modernization  of  Heating  Work 15,000. 

Modernization  of  Toilet  Rooms 45,000. 

Modernization  of  Electrical  Work...  125,000. 

Modernization  of  Cafeteria 25,000. 

New  Library    10,000. 

New  Science  Room   10,000. 

New  Guidance  Office 5,000. 

New  Store  Rooms 3,500. 

New  Remedial  Reading  Room 3,000. 

New  Men  Teachers'  Room 2,500. 

Roofing  Work   25,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 45,000. 

MARTIN  LUTHER  KING  JUNIOR  HIGH  SCHOOL  $544,000.00 

Alterations  and  Repairs   $172,000. 

Modernization  of  Heating  Work 61,000. 

Modernization  of  Plumbing  Work 40,000. 

Modernization  of  Electrical  Work...  120,000. 

Modernization  of  Cafeteria 75,000. 

New  Library    10,000. 

New  Lockers    21,000. 

New  Guidance  Office 5 ,  000 . 

Roofing       40,000. 


.nH^IOR  HIGH  OR  MIDDLE  SCHOOLS 

SOLOMON  LSWENBERG  JUNIOR  HIGH  SCHOOL $479,000.00 

Alterations  and  Repairs   $169,000. 

Modernization  of  Heating  Wonc 50,000. 

Modernization  of  Plumbing  Work 35 ,000. 

Modernization  of  Electrical  Work....  138,000. 

New  Library   12,000. 

New  Shop      10.000- 

New  Science  Room  10,000. 

New  Guidance  Offices 5,000. 

New  Principal's  Office 5,000. 

Roofing   35,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

LEWIS  JUNIOR  HIGH  SCHOOL   $577,000.00 

Alterations  and  Repairs   $143,000. 

Modernization  of  Heating  Work 29,000. 

Modernization  of  Plumbing  Work 40,000. 

Modernization  of  Electrical  Work 115,000. 

New  Cafeteria   150,000. 

New  Physical  Education  Locker  Rooms, 
Boys'  and  Girls',  and  Showers 

for  each   50,000. 

New  Science  Room  15,000. 

Guidance  Offices 10,000. 

Roofing   15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000, 

ABRAHAM  LIECOLN_SCH0OL  $606,000.00 

Alterations  and  Repairs   $239,000. 

Modernization  of  Heating  Work 10,000. 

Modernizztion  of  Plumbing  Work 10,000. 

Modernization  of  Electrical  Work....  100,000. 

Modernization  of  Sound  System 17,000. 

Facilities  for  Hot  Lunch  Program, 

and  Modernization  of  Assembly  Hall  150,000. 

New  Library   10,000. 

Nex7  Teachers'  and  Custodians' 

Facilities 10,000. 

Roofing    50,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 
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JUNIOR  HIGH  OR  MIDDLE  SCHOOLS 

DONALD  MC  IO\Y   SCHOOL      $609.000.00 

Alterations  and  Repairs  $257,000. 

Modernization  of  Heating  Work 10,000. 

Modernization  of  Plumbing  Work 55,000. 

Modernization  of  Electrical  Work....  138,000. 

Modernization  of  Sound  System 11,000. 

Modernization  of  Cafeteria   90,000. 

Library   18,000, 

Reconstruction  of  School  Yard  for 

for  Physical  Education  Purposes..  30,000. 

WILLIAM  BARTON  ROGERS  JUNIOR  HIGH  SCHOOL  $738,000.00 

Alterations  and  Repairs    $210,000. 

Modernization  of  Heating  Work 140,000. 

Modernization  of  Plumbing  Work 15,000. 

Modernization  of  Electrical  Wor!:. . . .  158,000. 

Modernization  of  Cafeteria 100,000, 

New  Science  Rooms 25 , 000 . 

New  Lockers 25  ,000. 

New  Library   10,000. 

Roofing     30,000, 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 7.000, 

ROBERT  GOULD  SHAW  JUNIOR  HIGH  SCHOOL $582.000,00 

Alterations  and  Repairs  $192,000, 

Modernisation  of  Heating  Work 85,000, 

Modernization  of  Plumbing  Work 45,000. 

Modernization  of  Electrical  Work....  138,000. 

Modernization  of  Sound  System 15,000, 

Modernization  of  Cafeteria 75,000. 

New  Science  Room 15,000, 

New  Library     12 ,000. 

New  Guidance  Office 5,000. 

WILLIAM  HOWARD  TAFT  JUNIOR  HIGH  SCHOOL. $612,000.00 

Alterations  and  Repairs   $205,000, 

Modernization  of  Heating  Work 52 ,000. 

Modernization  of  Plumbing  Work 40,00t), 

Modernization  of  Electrical  Work....  180,000. 

Modernization  of  Cafeteria 90,000. 

Modernization  of  Sound  System 15,000. 

New  Library   12,000. 

New  Science  Room 10,000. 

New  Guidance  Office 5,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 15,000. 
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JAMES 


JUtTIOR  HIGH  OR  MIDDLE  SGI-IOOLS 


P.  TIMILTY  JUNIOR  HIGH  SCHOOL  $479,000.00 


Alterations  and  Repairs    $163,000. 

Modernization  of  Heating  Work 33,000. 

Modernization  of  Toilet  Rooms 40,000. 

Modernization  of  Electrical  Worl;....  125,000. 

Modernization  of  Cafeteria 40,000. 

Library  18,000. 

Guidance  Offices 10,000. 

Domestic  Science  Suite 10,000. 

Roofing    25,000. 

Modernization  of  School  Yard  for 

Physical  Education  Purposes 15,000. 

MOODROH  WILSON  JUNIOR  HIGH  SCHOOL  $507,000.00 

Alterations  and  Repairs   $167,000. 

Modernization  of  Heating  Work 70,000. 

Modernization  of  Plumbing  Worlc 40,000. 

Modernization  of  Electrical  Work....  125,000. 

Enlarge  Food  Preparation  Room 70,000. 

Modernization  of  Sound  System 15,000. 

Nexj  Science  Room 10 ,  000 . 

New  Library     10,000. 
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ELEMENTARY  SCHOOLS 

t-CTfRY  ABRAHAMS   SCH03L        $170.900.00 

Alterations  and  Repairs   $54,900. 

Modernization  of  Heating  Work   16,000. 

Modernization  of  Toilet  Facilities..  35,000. 

Modernization  of  Electrical  Work....  32,000. 

Roofing    10,000. 

Waterproofing 10,000. 

Library   3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Programs....  10,000. 

SAMUEL  ADAMS  SCHOOL   $268,100.00 

Alterations  and  Repairs   $137,600. 

Modernization  of  Heating  Work 7,500. 

Modernization  of  Toilet  Facilities..  25,000. 

Modernization  of  Electrical  Work....  60,000. 

Roofing   20,000. 

Library   3,000. 

Provide  Facilities  f«r  Receiving 

Lunches  for  Hot  Lunch  Programs....  15 .000. 

DANTE  ALIGHIERI  SCHOOL   $207,750.00 

Alterations  and  Repairs  $86,750. 

Modernization  of  Heating  Work 15,000. 

Modernization  of  Toilet  Facilities, etc  25,000. 

Modernization  of  Electrical  Work....  44,000. 

Roofing   12,000. 

Library   3,000. 

Reconstruction  of  Yard   9,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12,000. 

IRA  ALLEN  SCHOOL   $150,800.00 

Alterations  and  Repairs  $43,800. 

Modernization  of  Heating  Work 16,000. 

Modernization  of  Toilet  Facilities..  35,000. 

Modernization  of  Electrical  Work....  38,000. 

Library   3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10.000. 
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ELEMENTARY  SCHOOLS 

AUDUBON  SCHOOL   $174,370.00 

Alterations  and  Repairs  $53,370. 

Modernization  of  Heating  Work 16,000. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  Work....  38,000. 

Roofing   14,000. 

Library   3,000. 

Reconstruction  of  School  Y  rd  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

SARAH  J.  BAKER  SCHOOL $271.605.00 

Alterations  and  Repairs   $117,105. 

Modernization  of  Heating  Work 7,500. 

Modernization  of  Plumbing  Facilities  25,000. 

Modernization  of  Electrical  Work....  69,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 20,000. 

Roofing   20,000. 

HARRIET  A.  BALDWIN  SCHOOL  $224,000.00 

Alterations  and  Repairs   $91,000. 

Modernization  of  Heating  Work 32,000. 

Modernization  of  Toilet  Facilities , etc  25,000. 

Modernization  of  Electrical  Work....  38,000. 

Library   3,000. 

Roofing   15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 
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ELEMENTARY  SCHOOLS 


DAVID  L.  BARRETT  SCHOOL  $439,500.00 

Alterations  and  Repairs    $38,500. 

Modernization  of  Heating  Work   35,000. 

Modernization  of  Toilet  Facilities, etc.  20,000. 

Modernization  of  Electrical  Work 113,000. 

Complete  Second  Floor  for 

Classroom  Purposes    200,000. 

Roofing     10,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 


BEETHOVEN  SCHOOL  $110,300.00 

Alterations  and  Repairs    $46,300. 

Modernization  of  Electrical  Wor': 44,000. 

Roofing     12,000. 

Library     3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 5,000. 


BIGELOW  SCHOOL  $268,650.00 

Alterations  and  Repairs     $112,650. 

Modernization  of  Heating  Work  5,000. 

Modernization  of  Toilet  Facilities...  20,000. 

Modernization  of  Electrical  Work 63,000. 

Roofing      30,000. 

Library      3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 20.000. 
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ELEMENTARY   SCHOOLS 

WILLIAII  BRADFORD   SCHOOL      $195.600.00 

Alterations  and  "epairs   $79,600. 

Modernization  of  Heating 15,000. 

Modernization  of  Toilet  Facilities, etc  35,000, 

Modernization  of  Electrical  ^Jork....  44,000. 

Library    3,000. 

Modernization  of  School  Yard  for 

Physical  Education  Purposes C,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

MA.NASSAH  E.  BRADLEY  SCHOOL   $  70,500.00 

Alterations  and  Repairs   $25,000. 

Modernization  of  Heating  Work 5,000. 

Modernization  of  Electrical  'lork....  7,500. 

Roofing     20,000. 

Library     3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

UILLIAM  E .  CH/.MING  SCHOOL   $303,000.00 


Alterations  and  Repairs    $122,000. 

Heating  and  Ventilating   50,000. 

Modernization  of  Toilet  Facilities, etc  40,000. 

Modernization  of  Electrical  Work....  50,000. 

Roofing   12,000. 

Library   3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 8,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program lu,000. 

JOHN  CHEVERUS  SCHOOL   $211,500.00 

Alterations  and  P^.apairs    $113,500. 

Modernization  of  Heating 15,000. 

Modernization  of  Electrical  Work....  48,000. 

Roofing   15,000. 

Library   3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12 ,000. 
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ELEMENTARY  SCHOOLS 

JAMES  J.  CHITTICK  SCHOOL     $205.400.00 

Alterations  and  Repairs    $83,400. 

Modernization  of  Heating  Work   10,000. 

Modernization  of  Electrical  Work  ....  63,000. 

Roofing       20,000. 

Library       3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes   12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program  14,000. 


GEORGE  H.  CONLEY  SCHOOL   $175,000.00 

Alterations  and  Repairs   $72,000. 

Modernization  of  Heating  and  Ventilating  50,000. 

Modernization  of  Plumbing  Work  25,000. 

Modernization  of  Electrical  Work  15,000. 

Library      3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program  10,000. 


DEARBORN  SCHOOL  AND  ANNEX   $461.500.00 

Alterations  and  Repairs   $160,000. 

Modernization  of  Heating  Work   38,500. 

Modernization  of  Plumbing  Work   50,000. 

Modernization  of  Electrical  Work 75,000. 

Roofing       100,000. 

Library       3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes    10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program  25.000. 
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ZLEIffiNT/.RY   SCHOOLS 


PAUL  A.  D2VER  SCHOOL    

Alterations  and  Repairs   $30,000. 

Modernization  of  Keating  Work 10,000. 

Modernization  of  Electrical  Work...  7,500. 

Roofing    20,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 20,000. 

ELIOT  SCHOOL    

Alterations  and  Repairs   $122,700. 

Modernization  of  Heating  Work 10,000. 

Modernization  of  Plumbing  Work 40,000. 

Modernization  of  Electrical  'Jork...  44,000. 

Roofing       12,000. 

Library       3,000, 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program. , . .  10,000. 

DAVID  A.  ELLIS  SCHOOL  , 

Alterations  and  R2pairs   $  57,355. 

Modernization  of  Heating  Work 20,000. 

Modernization  of  Electrical  Work...  57,000. 

Roofing      15,000. 

Library      3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes C,000. 

Provide  Facilities  for  P.aceiving 

Lunches  for  Hot  Lunch  Program....  10,000. 

DAVID  A.  ELLIS  AMIEX    

Alterations  and  Repairs  $35,900. 

Modernization  of  Heating  Work 5,000. 

Modernization  of  Plumbing  Work 25,000. 

Modernization  of  Electrical  Work. 25,000. 

Roofing     12,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 


$98,500.00 


$241,700.00 


$170.355.00 


$116,900.00 
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ELEICNTARY   SCHOOLS 

RALPH  WALDO  SIIERSON      $13C.405.00 

Alterations  and  Rapairs   $29,995. 

Modernization  of  Heating  Work 7,500. 

Modernization  of  Toilet  Facilitias ,etc  30,000. 

Modernization  of  Electrical  Uorlc...  64,000. 

Roofing     10,000. 

Library     3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 14,000. 

WILLIAM  E.  EMDICOTT  SCHOOL   $185,250.00 

Alterations  and  Repairs  $69,250. 

Modernization  of  Heating  "Jork 20,000. 

Modernization  of  Toilet  Facilitias, etc  15,000. 

Modernization  of  Electrical  VJorlc.  . . .  3C,000. 

Library       3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 25,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15 ,000. 

FAIRI^OUMT  SCHOOL   $  C5,000.00 

Alterations  and  Repairs   $38,000. 

Modernization  of  Heating  and  Ventlg..  5,000. 

Modernization  of  Plumbing  Work 5,000. 

Modernization  of  Electrical  'Jork 12,000. 

Roofing       15,000. 

Provide  Facilities  for  Receiving 

Lunches  fo.  Hot  Lunch  Program 10,000. 

PETER  FANEUIL  SCHOOL    $131,525.00 

Alterations  and  Repairs  $72,625. 

Modernization  of  Heating  Uork 10,000. 

Modernization  of  Plumbing  Facilities  3,000. 

Modernization  of  Electrical  'Jork....  28,000. 

Library     3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 
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ELEMENTARY  SCHOOLS 

FARRAGUT  SCHOOL $272.700.00 

Alterations  and  Repairs   $94,700. 

Moderniation  of  Heating  V  3rk 32,000. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  Work 48,000. 

Roofing    15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Library   3,000. 

Remodel  5  Classrooms  on  Ground  Floor.  20,000. 
Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 

EMILY  A.  FIFIELD  SCHOOL   $226.000.00 

Alterations  and  Repairs   $68,000. 

Modernization  of  Heating  Work 50,000. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  Work 50,000. 

New  Classroom-Storeroom  5,000. 

Library   3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

THOMAS  GARDNER  SCHOOL   $321.400.00 

Alterations  and  Repairs  $156,400. 

Modernization  of  Heating 35,000. 

Modernization  of  Electrical  Work....  57,000. 

Roofing   11,000. 

Modernization  of  Principal's  Room...  4,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 20,000. 

JAMES  A.  GARFIELD  SCHOOL   $136.600.00 

Alterations  and  Repairs  $71,100. 

Modernization  of  Electrical  Work....  44,000. 

Modernization  of  Heating  Work 7,500. 

Roofing   11,000. 

Library   3.000. 
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ELEMENTARY  SCHOOLS 

WILLIAM  LLOYD  GARRISON  SCHOOL    $371.085.00 

Alterations  and  Repairs  $233,585. 

Modernization  of  Heating  Work 14,500. 

Modernization  of  Toilet  Facilities, etc  15,000. 

Modernization  of  Electrical  Work....  57,000. 

Roofing    15,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 18,000. 

GASTON  SCHOOL    $211,000.00 

Alterations  and  Repairs   $126,000. 

Modernization  of  Heating  and  Ventlg,  20,000. 

Modernization  of  Plumbing  Work 35,000. 

Modernization  of  Electrical  Work....  20,000. 
Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

M.  GERTRUDE  GODVIN  SCHOOL     $139,800.00 

Alterations  and  Repairs   $49,800. 

Modernization  of  Heating  Work 25,000. 

Modernization  of  Toilet  Facilities , etc  5,000. 

Modernization  of  Electrical  Work....  35,000. 

Roofing    12,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

ELIHU  GREENI-JQOD  SCHOOL        $117.500.00 

Alterations  and  Repairs $37,000. 

Modernization  of  Heating  Work 10,000. 

Modernization  of  Electrical  Work 7,500. 

Library   3,000. 

Conversion  of  Area  into  2  Classrooms.  25,000. 

Roofing   15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 20.000. 
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ELaffiHTARY   SCHOOL:. 

SAM: gheen;jood  gchool      • $255,235.00 

Alterations  and  Repairs  $119,735. 

Modernization  of  Heating 10,000. 

Modernization  o?  Electrical  'Jork. . . .  75,000. 

New  Storerooms    5 ,500. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 20,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 22,000. 

HENRY  GRSTJ  SCHOOL   $  73.000.00 

Alterations  and  Repairs  $25,000. 

Modernization  of  Heating  and  Ventlg..  5,000. 

Modernization  of  Plumbing  Work 5,000. 

Modernization  of  Electrical  Work 10,000. 

Library   3,000. 

Roofing   15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Purposes 10,000. 

CURTIS  GUILD  SCHOOL   $167.100.00 

Alterations  and  Repairs  $90,600. 

Modernization  of  Heating  Work 7,500. 

Modernization  of  Electrical  Work 35,000. 

Library      3,000. 

Roofing      10,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 9,000. 

Provide  Facilities  for  Fveceiving 

Lunches  for  Hot  Lunch  Program 12,000. 

NATHAN  HALE  SCHOOL   $239.945.00 

Alterations  and  Repairs    $63,945. 

Modernization  of  Heating  Work 53,000. 

Modernization  of  Electrical  Work 50,000. 

Library    3,000. 

Roofing    20,000. 

Modernization  of  Toilet  Facilities, etc  40,000. 
Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 
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ELEMENTARY  SCHOOLS 

ALEXANDER  HAMILTON  SCHOOL   $246,100.00 

Alterations  and  Hapairs   $116,100. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Heating  Work 30,000. 

Modernization  of  Electrical  Work 50,000. 

Library   3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12.000. 

NATHANIEL  HAWTHORNE  SCHOOL   $127.000.00 

Alterations  and  Repairs   $64,000. 

Modernization  of  Heating  Work 10,000. 

Modernization  of  Plumbing  Facilities, etc  10,000. 

Modernization  of  Electrical  Work 25,000. 

Library     3,000. 

Reconstruction  of  School  Yard 

for  Physical  Education  Purposes....  5,000. 
Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

HEMENWAY  SCHOOL   $  64.000.00 

Alterations  and  Repairs   $2C,500. 

Modernization  of  Electrical  Work 7,500. 

Library    3,000. 

Roofing    10,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 6,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 9,000. 

HENRY  L.  HIGGINSON  SCHOOL   $208,070.00 

Alterations  and  Repairs  $65,570. 

Modernization  of  Heating  Work 57,500. 

Modernization  of  Toilet  Facilities, etc  37,000. 

Modernization  of  Electrical  Work 18,000. 

Library   3,000. 

Roofing   12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 
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ELEMENTARY  SCHOOLS 

OLIVER  HOLDEN  SCHOOL      $134.700.00 

Alterations  and  Repairs   $36,700. 

Modernization  of  Heating  'Jork 32,000. 

Modernization  of  Toilet  Facilities, etc  30,000. 

Modernization  of  Electrical  Work 23,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 5,000. 

JOSEPH  J.  HURLEY  SCHOOL   $  70 .-9 00 > 00 

Alterations  and  Repairs  $40,000. 

Modernization  of  Heating  Work 5,000. 

Modernization  of  Electrical  Work 7,500. 

Library    3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15.000. 


ANDREW  JACKSON  SCHOOL   $185.250.00 

Alterations  and  Repairs  $69,750. 

Modernization  of  Heating  Work 7,500. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  Work 48,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12,000. 

JOHN  F.  KENNEDY  SCHOOL    $  83.500.00 

Alterations  and  Repairs   $40,000. 

Modernization  of  Electrical  Work 7,500. 

Library    3,000. 

Roofing    15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 18,000. 
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ELEMENTARY  SCHOOLS 

PATRICK  J.  KEMNEDY  SCHOOL    $196.000.00 

Alterations  and  Repairs  $85,000. 

Modernizrtion  of  Haating  'JorU "  20,000. 

Modernization  of  Toilet  Frcilities,etc  12,000. 

Modernization  of  Electrical  Work 57,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 9.000. 

THOMAS   J.   ICENNY   SCHOOL        $260.000.00 

Alterations  and  Repairs     $141,000, 

Modernization  of  Heating  Hork 10,000. 

Modernization  of  Plumbing  Facilities, etc  30,000. 

Modernization  of  Electrical  Work 3C,000. 

Library  3,000. 

Roofing  10,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

JOYCE  KILIffiR  SCHOOL   $253.970.00 

Alterations  and  Repairs  $96,970. 

Modernization  of  Heating  Work 35,000. 

Modernization  of  Toilet  Facilities, etc  30,000. 

Modernization  of  Electrical  Work 44,000. 

Library     3,000. 

Roofins     20,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 


THOMAS  F.  LEEN  SCHOOL   $  69.500.00 

Alterations  and  P^epairs   $27,500. 

Modernization  of  Toilet  Facilities, etc  20,000. 

Modernization  of  Electrical  Work 13,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 3,000. 

Provide  Facilities  for  Receiving  Lunches 

for  Hot  Lunch  Program  3.000. 
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ELBMENTAKY  SCHOOLS 

PATRICK  F.  LYl'n)ON  SCHOOL  $156.500.00 

Alterations  and  Repairs  $5C,000. 

Modernization  of  Heating  '/ork 7,500. 

Modernization  of  Toilet  Facilities, etc  20,000. 

Modernization  of  Electrical  Work....  44,000. 

Library    3,000. 

Roofing    12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12,000. 

MARY  LYON  SCHOOL     $120.100.00 

Alterations  and  Repairs   $39,100. 

Modernization  of  Heating  Work 15,000. 

Modernization  of  Toilet  Facilities, etc  25,000. 

Modernization  of  Electrical  Work....  30,000. 

Library   3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 8,000. 

CH/.RLES  E.  MACXEY  SCHOOL $  88.500.00 

Alterations  and  Repairs   $20,000. 

Modernization  of  Electrical  Work....  7,500. 

New  Classrooms  and  Offices 15,000. 

Library              3,000. 

Pvoofing              25,000. 

Provide  Facilities  for  Receiving 

Lunches   for  Hot   Lunch   PiTOgram 18,000. 

JOSEPH  P.  MANNING  SCHOOL    $  73.605.00 

Alterations  and  Pv.epairs      $2C ,  105 . 

Modernization  of  Heating  Work 8,500. 

Modernization  of  Electrical  Work....  19,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 
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ELEICMTARY  SCHOOLS. 

SAMUEL  U.  MASON  SCHOOL    $192. 200.00 

Alterations  and  Rapairs   $74,200. 

Modernization  of  Heatin-;  Uorl-. 15,000. 

Modernization  of  Electrical  Work....  50,000. 

Library    3,000. 

Roofing    20,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 

MATHER  SCHOOL     $251,500.00 

Alterations  and  Repairs  $15C,500. 

Modernization  of  Heating  Work 15,000. 

Modernization  of  Electrical  Work....  25,000. 

Library     3,000, 

Roofing     15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 20,000. 

ELLIS  MENDELL  SCHOOL   $207,000.00 

Alterations  and  Repairs   $51,000. 

Modernization  of  Heating  Work 35 ,000. 

Modernization  of  Toilet  Facilities, etc  40,000. 

Modernization  of  Electrical  Worh....  44,000. 

Library    3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving  Lunches 

for  Hot  Lunch  Program  14.000. 

MICHELANGELO  SCHOOL  $351,000.00 

Alterations  and  Repairs  $253,000. 

Modernization  of  Heating  Uork 7,000. 

Modernization  of  Toilet  Facilities, etc  50,000. 

Modernization  of  Electrical  Uork 7,000. 

Library     3,000. 

Roofing     15,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 6,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 
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MARTIN  HILMOP-B  SCHOOL     ^206, TOO. 00 

Alterations  and  Repairs    $A9,C00. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  'lork 57,000. 

Library    ^'OOO- 

Heating  and  Vsntilating ^2,000. 

Reconstruction  of  Gchool  Yard  for 

Physical  Education  Purposes 20,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program ^Q^QQ"' 

P,ANDALL  G.  MORRIS  SCHOOL     $128,000.00 

Alterations  and  Repairs   ^^^'^nn' 

Modernization  of  Heating  and  Ventlg..  5,000. 

Modernization  of  Plumbing  Uorlc 25,000. 

Modernization  of  Electrical  Uork 15,000. 

Library    3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program ^Ot^QQ' 

JOHN  L.  MOTLEY  SCHOOL   $171,900.00 

Alterations  and  R-pairs   $75,900. 

Modemi?.ation  of  Heating  Hork 10,000. 

Modernization  of  Toilet  Facilities, etc  15,000. 

Modernization  of  Electrical  Work 44,000. 

Library     3,000. 

Roofing     12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program ^^^QQQ* 


MOZART 


XHOOL    ^1^4,800.00 


Alterations  and  Repairs   $57, COO. 

Heating  and  Ventilating   25,000. 

Modernization  of  Toilet  Facilities, etc  25,000. 

Modernization  of  Electrical  Uork 44,000. 

Library    3.000. 

Roofing    10.000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10 'OOP- 
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ELgllSNTARY   SCHOOLS 

HUGH  ROE  O'DOCTIELL  SCHOOL  $171.500.00 

Alterations  and  P.epairs   $69,500. 

Modernizat:.on  of  Heating  Work 20,000. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  Uorlc 25,000. 

Library      3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 9,000. 

Provide  Facilities  for  r^eceiving 

Lunches  for  Hot  Lunch  Program 1Q»000' 

PATRICK  O'HSAPvN  SCHOOL  $   59,'?v00.00 

Alterations  and  Repairs   $22,400. 

Modernization  of  Electrical  Uor'.-.....  C,000. 
Development  of  Nev?  Rooms 

(Cerebral  Palsy)   C,000. 

Library       3,000. 

Roofing       10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program  ....  C,000. 

JAMES  OTIS  SCHOOL   $273.500.00 

Alterations  and  Repairs    $112,500. 

Modernization  of  Heating  Work 60,000. 

Modernization  of  Plumbing  Facilities, etc  9,000. 

Modernization  of  Electrical  'Jork. . . .  57,000. 

Library        3,000. 

Roofing        10,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12,000. 

ROBERT  TREAT  PAINE  SCHOOL   $212,000.00 

Alterations  and  Repairs $72,000. 

Modernization  of  Heating  Work 20,000. 

Modernization  of  Toilet  Facilities, etc  30,000. 

Modernization  of  Electrical  Work....  57,000. 

Library       3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15,000. 

Roofing     15.000. 
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3LZMEHTARY  SCHOOLS 

TliSODORS  PAPJCSP.  SCHOOL   $  81,500.00 

/.Iterations  and  Repairs    $20,500. 

Modernization  of  Heating  'lor'.i r,000. 

Modernization  of  Toilet  Facilities, eirc  15,000. 

Modernization  of  Electrical  IJork. . . .  15,000. 

Library      3,000. 

Roofing      10,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receivins 

Lunches  for  Hot  Lunch  Program 5,000. 

MICHAEL  J.  PERICIHS  SCHOOL   $188,000.00 

Alterations  and  Pv,epairs   $37,000. 

Modernization  of  Heating  Uorlc 5,000. 

Modernization  of  Toilet  Facilities , etc  35,000. 

Modernization  of  Electrical  Work....  c2,000. 

Library       3,000. 

Roofing       12,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 9,000. 

OLIVER  HAZARD  PERRY  SCHOOL      $180,300.00 

Alterations  and  Rrjpairs   $70,300. 

Modernization  of  Heating  Wor": 10,000. 

Modernization  of  Electrical  'Jork. . . .  75,000. 

Library       3,000. 

Roofing       12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

JOHN  D.  PHILERICK  SCHOOL    $139,800.00 

Alterations  and  Repairs   $61,800. 

Modernization  of  Heating  Work 5,000. 

Modernization  of  Electrical  Work...,  38,000. 

Library      3,000. 

Roofing      12,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 8,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 12 ,000. 
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ELEMSIIT/RY   SCHOOLS 

ELLSU  11.  :iIClL.ir.DS  SCHOOL      $115,000.00 

Alterations  and  P.spairs    $1.2, 000. 

Modernization  of  Heatins   5,000. 

Modernization  of  Electrical  iJork 35,000. 

Library      3,000. 

Roofing      10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10.000. 

SOPHIA  RIPLEY  SCHOOL     $161,000.00 

Alterations  and  Repairs  $74,500. 

Modernization  of  Heating  Uor'.: 7,500. 

Modernization  of  Electrical  Jork 44,000. 

Library      3,000. 

Roofing      12,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

ROCHAI^IBEAU  SCHOOL         $259,000.00 

Alterations  and  Repairs   $91,000. 

Modernization  of  Heating   40,000. 

Modernization  of  Toilet  Facilities, etc  30,000. 

Modernization  of  Electrical  Uorh 4C,000. 

Library       3,000. 

Roofing       12,000. 

Reconstruction  of  Cchool  Yard  for 

Physical  Education  Purposes 20,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  P  ;ogram 15  ,000. 

FPA.MICLIN  D.  ROOSEVELT  SCHOOL   $  59,500.00 

Alterations  and  Repairs  $10,000. 

Modernization  of  Heating  Work 8,500. 

Modernization  of  Electrical  Work C,000. 

Library       , 3,000. 

Roofing       15,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 15  ,000. 
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ELEMENTARY  SCHOOLS 

ED'.7IN  P.  SE.''.VgR  SCHOOL     $203,000.00 

Alterations  and  Rspairs    $64,000. 

Modernization  of  Heating  'Toric 35,000. 

Modernization  of  Toilet  Facilities , etc.  30,000. 

Modernization  of  Electrical  (7ork. , . .  50,000. 

Library       3,000. 

Roofing       12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program  ....  9,000_. 

PAULINE  A.  SHA^J  SCHOOL     $229.000.00 

Alterations  and  Repairs      $95,000. 

Modernization  of  Heating  Uor!; 7,000. 

Modernization  of  Toilet  Facilities , etc  35,000. 

Modernization  of  Electrical  Work....  57,000. 

Library       3,000. 

Roofing       12,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

LUCY  STONE  SCHOOL   $175.500.00 

Alterations  and  Repairs    $47,500. 

Modernization  of  Heating  Work 20,000. 

Modernization  of  Toilet  Facilities , etc  35,000. 

Modernization  of  Electrical  Work....  50,000. 

Library       3,000. 

Roofing       10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 10,000. 

JAI^S  J.  STORRCW  SCHOOL     $121,600.00 

Alterations  and  Repairs     $2G,600. 

Modernization  of  Heating  Work 15,000. 

Modernization  of  Plumbing  Work 40,000. 

Modernization  of  Electrical  VJork....  25,000. 

Library     3,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program 5,000. 
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SLEtCNTARY   SCHOOLS 
CHARLES   SUIfi-IEr,  SCHOOL  $152.C25.00 

Altarations  and  ?.epairs   $51,r25. 

Modernization  of  Heatins  'Jork 15,000. 

Modernization  of  Toilet  Facilitiec!,etc  AO,COO. 

Modernization  of  Electrical  Wor'c.  . .  3C,000. 

Library        3,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program. . . .  15 ,000. 

CHARLES  H.  TAYLOR  SCHOOL    $179.900.00 

Alterations  and  Repairs      $96,000. 

Modernization  of  Electrical  Work...  38,000. 

Nev7  Classrooms     15,000. 

Library            3,900. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 12,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program. . . .  15,000. 

FRANIC  V.  THOMPSOtI  SCHOOL     $179,000.00 

Alterations  and  Repairs   $113,000. 

Modernization  of  Heating  Work 25,000. 

Modernization  of  Electrical  Work...  38,000. 

Library      3,000. 

I4/>URICE  J.  TOBIN  SCHOOL      $131.000.00 

Alterations  and  Repairs    $75,000. 

Modernization  of  Electrical  Work...  8,000. 

Library      3,000. 

Roofing      20,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  P-rogram. . .  .  15.000. 

JOSEPH  TUCKEP>M/iN  SCHOOL  $159,750.00 

Alterations  and  Repairs   $55,750. 

Modernization  of  Heating  Work 20,000. 

Modernization  of  Electrical  Work....  48,000. 

Library     3,000. 

Roofing     18,000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 5,000. 

Provide  Facilities  for  Receiving 

Lunches  for  Hot  Lunch  Program. . . .  10,000. 
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ELEI4ENTARY  SCHOOLS 

WARREN-PRESCOTT  SCHOOL      $  58,000.00 

Alterations  and  R2pairs    $35,000. 

Modernization  of  Electrical  tJor'; C,000. 

Library    3,000. 

Provide  F^^cilities   for  Receiving 

Lunches   for  Hot  Lunch   Pro3ram 12 ,000. 

DAHIEL  'JEBSTER  SCHOOL  $203,900.00 

Alterations  and  Repairs   $5G,900. 

Modernization  of  Heating  Work  40,000. 

Modernization  of  Toilet  Facilities, etc  35,000. 

Modernization  of  Electrical  vJork 57,000. 

Library     3 , 000. 

Reconstruction  of  School  Yard  for 

Physical  Education  Purposes 10,000. 
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